é Wemina 


s 
# 43077 —AMP, INC. $ 


WIRING (as seen when cover is open) 


TS3 (Located on Teleprinter Console — 


Typical Coble-Wire Model 28="C" Block ) 


ccmeconpaiel (See Note t ) 
AMP, INC. , EQUIPMENT 
900106 Jock + (RJ, Su, PJ, BJ) 
Capacitor, Dry Electrolytic, 4-A, ISO Mfé, 250 vw OC (CAP !) 
a eT Resistor, 1B, 200 ohm (R2) 
Resistor, 59-A,250 ohm (RI) 
Resistor, 59-A, 2500 ohm (Ri) 
Mi Subbose, Polor Relay, 202-A, without collar (PRS) 
Tronsformer, 172-A (T) 
Potentiometer 17—A, 2500 (PP,BR. RP, TKP) 


Holder, Indicator Light, Neon with built -in 100,000 chm Resistor, 52408-9- Diohght Corp 
or IOIN-LC — Drake Mfg.Co 


Lens, indicator Light, 52-991 — Diolight Corp. 


or 25 PF (Red) — Oroke Mfg. Co (qe) 
Copocitor, 0.5 Mfd., GOO Vv, FM650 Tobe -Deurschmon- Corp. (CAP 2) 
“el otis or Z2173 x Potter Co. 
Surtoce ‘ Connector, Micro, 47A - 17803 Cinch Mfg. Corp. (KS) 
hol Connector, Micro, 47A- 17804 Cinch Mfg. Corp. (TS) 
Fuse, # 313004 Littelfuse Inc. (Fi) 
CAP2-2 Holder, Fuse HKP Bussmann Mfg. Co. (FI) & (F2) 


Receptacle, 3 Wire Grounding, 5284 Harvey Hubbell Inc (PO) 


Cinch Mfg. Corp. 


[es ata | 


37838 
19256-& 
ond # 19876 - B 4 


Strip, Mounting #5101 American Rodio (Ss) 
Hardwore Co. 


, ' 
uRpeor 2 pets ~2oe Resistor, 86-A, 390 ohm (R4) 
: a ra te 
f TS3-5 hare 
r hie b b eh Oe 5 Wa Te 10 ee Zaps algae Lomp, Neon NE- 5! General Electric Co (Lb) 
FRRRERF F é -2 3 
ae i = Fuse, # 313.500 : Littlefuse Inc. (F2) J-NOV 2,1959 | 
Socket, ‘S- 308- AB H.B. Jones Div. (MCS) ltem 67 weg 
[ 900106 k ¢ BY Cinch Mfg. Corp. Leche 
-1 of note it 
& Socket, S-312-AB H.B.uones Div. (SBS) | wos 1-4 tems 
—_—, —_—————. ——_ oe Cinch Mfg. Corp’ 
Ts2 2 pitas Stock, Germanium Rectifier INI58 General Electric Co. (6S1) 
. B82, as PS or Federal Tel and = (GS2) | 
ks—7 — 3) “= 7% . Radio Corp. 
TKS-B1O- — tes og s 66) ; Strip, Terminal #4 —140-w HB Jones Div. | 
Ts- 1] ' : Cinch Mfg. Corp. (TS!) G-APRIL 17,1054), 
Strip, Tesminat #9—140-W H.B. Jones Div. ATS2) (F2) Fuse Holder 
TSI \ | 


Switch, Top #5-003-2, equipped Grayhill (TKS) 
with non-turn Washer #12C 1087 , 
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(D0) MCS—6 — =406 


; 
4 - i 
| ae — : = L begga , (Hinges Surface ) | 


— CAPI-1 A : 
u TS3—2(w) wt Switch, Toggle 81027-JE Arrow Hort’ Hegemann ( PS }1MS) 
KS—!7 - 9 a : ow 4s a 
TKS-BI- * 183-7 ee Lug, Grounding #575 Zierick Mfg.Co. (GL) ~ 
—— 3 N 


~N 1. Termino! boord TS-3 is not port of the wiring cabinet. TS-3 is shown 
to illustrote the termination of the cables ond the proper order of the wires 
brought out from the cobies. 
2. All wires snown_terminoted on TS-3 shall be equipped with Sold 
Terminals # 41077 , AMP. Inc. . iia 
Wherever two 22 AWG gouge wires ore shown connected to the same paint on 


| 4 MAY 2.1958 
TS @ 
jaa art 
TS-3, they sholl be connected too single solderiess terminal. Any other multiple 
connection shown on TS-3 sholi have each individual wire equipped with one 


solderiess terminol. ovat com cemmaomae 


: Ls 

4, Wires shown terminated on points | through 20, ano puints 2} through 40 on ic . i 
TS-3, shall form the lorger cobles emerging from ‘the left ond right sides j SARE 
respectively, of the cobinet es shown on Drawing 174239. 


Se ae ee SCHEMATIC 


w 


HSV 
TRANS 172-A 


173 V.C.T 


; a 
SCHEMATIC CODE X KIS Oe 
|. es 5. Tne spacing between tne wires emerging trom the cobles referred to in note Cid 
4 shall be as indicated on Drawings 174239 and this drawing 
R-LCL (Py) F 
ee 3 O Terminals on TS3 6 For method of running cobles see Orowing 174239. 
ail i on TS ? : : 
See Noies 6.7,8,10 O " 7. For method of attaching wires to micro—connectors TS and KS see Drawing 
: > on KS 174235. Before wives are connected. tubing shall be placed over the wire ir 
> re on SBS accordance with Draw:.g° !74235 and '74239 
2 > “en MCS 8. All wiring from and to connectors KS ond TS ond Terminal boa.d TS -2 
Kir shail consist of fier:ble wire of the gauges indicated by the code a 
X Note: All asterisked wires shown 9. All other wiring shall consist of Solid Instrument Wire of the gouges indicated | item 66.53 


on the wiring diagram Cconnectors e and TS) 
pn not srown . in the ales hala eur % 10. All wires on KS and TS indicated by ¥ shall be brought info the cobinet through their 
erminations are not specified. 


respective cobles. The free length of the wires inside the cobinet as measured from the DRAWING NUMBER 


: cable clomps shall be 2 feet. The wires shall be coiled ond &taped os described in the 232623 : Lay 
Terminal, Solderiess, # 41077 Amp Inc. =——mmme Wire, IB AWG NEC, Type TFF w. U. TEL. CO. 
oe ay (b)= bieck ‘ 
Note I, Connection on TSI-2 marked F2-! shall cent ceca ac NG Office, Single Conducter per 3.9125 
p i ‘ . (wlecreain WIRING 
Se be equipped with Item 67. em eee 
‘ K 12,8 -——— Wire,22 AWG Solid instrument per Specs. 9089 9100-<¢ * 
. : ¥ a Flexible Instrument per Specs.7371 
Le] cll BS Be] : Bs] 12. The ‘© ict @ Soere Termine’ *he Corso: Bei’ is wiréd to this Terminal wiRiNG 
: (See Notes 8 and 9) ; SCHEMATIC 
4 OA I A Bill of Material, Owgs 174238 22963) 
Cc 2 2 ty : 3s s 2 419 312 4:53 18 3 7 816 3 19 " 12 € 5 


